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MEMORANDUM FOR; 


Office of Communications 

, Office of Finance 

;e of Logistics 

ice of Medical Services 

Oice of Personnel 

fice of Security 

fice of Training 

ipport Operations Staff, O-DD/S 


SUBJECT ; Problem Solving Seminar #5 


1. I wish to express my appreciation to each of ypu for an excellent 

1 22-26 June 1970, 


report and briefing on the problem considered at 
namely: 


25X1 


In What Ways Can Office of Training Courses or Programs be 
More Responsive to the Future Needs of the Support Directorate? 

2. I accept all your recommendations and look for their implementation 
without delay, I ask that yau continue to function as a group to advise and 
assist me and the appropriate Office Heads and their representatives in the 
development and follow-up of the progressive steps leading to full implemen- 
tation of the recommendations. 

3. Again, my compliments on a good piece of work. 
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SIGtilD H. i. ianneman 


SOS-DD/S[ 


Bg (24 July 70) 
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R. L. Bannerman 
Deputy Director 
for Support 
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